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To  the  Worshipful  the  Mayor,  Aldermen  and  Burgesses 
of  the  Borough  of  Abergavenny. 

GENTLEMEN, 

I beg  herewith  to  present  to  you  my  Forty-first  Annual  Report  on  the  Sanitary 
Condition  of  Abergavenny  for  the  year  1923. 

The  following  is  the  return  of  Births  and  Deaths  for  the  years  1922-23  : — 

1922-  Births  ...  197  Deaths  ...  129 

1923 —  Births  166  Deaths  ...  101 

Of  the  166  children  born  during  the  year  11  were  illegitimate. 

The  estimated  population  of  the  Borough  for  1923  is  9090. 

The  death  rate  per  1000  of  population  is  11.1 
The  birth  rate  per  1000  of  population  is  18.2 

Only  one  death  from  Infectious  disease  was  reported  during  the  year,  viz.:  one 
from  Whooping  Cough.  10  deaths  were  reported  from  Pulmonary  Tuberculosis,  and 
2 from  other  Tuberculous  disease. 

There  were  7 deaths  from  Cancer,  Malignant  Disease,  as  against  20  from  the 
same  cause  in  1922. 

19  deaths  were  caused  by  Heart  Disease,  12  males  and  7 females. 

Water. 

The  Water  Supply  was  good  and  sufficient  during  the  year. 

Rivers  and  Streams. 

The  Rivers  and  Streams  within  the  Borough  area  have  been  kept  clean  and  free 
from  polution. 

Draining  and  Sewerage. 

The  main  and  subsidiary  sewers  have  all  been  regularly  Hushed  and  maintained 
in  good  order.  In  the  replacement  of  defective  W.C.  pans  a rule  is  made  to  install 
pedestal  W.Cs.  As  far  as  possible  a W.C.  is  provided  for  each  house.  In  a few 
cases  in  the  older  property  one  W.C.  to  two  houses  is  permitted.  Additional  W.C’s. 
are  from  time  to  time  being  erected.  Generally  speaking  the  accommodation  is  good 
and  sufficient. 

The  egg-shaped  intersecting  Sewer  has  been  cleaned  throughout  its  entire  length 
from  the  Workhouse  to  Merthyr  Road,  with  beneficial  results. 

Scavenging. 

Scavengiag  is  carried  out  bi-weekly,  departmentally.  The  Corporation  carts  call 
at  each  dwelling  for  the  house  refuse,  which  is  disposed  of  by  tipping,  the  light  matter 
being  burned  and  the  heavy  and  vegetable  matter  buried.  There  is  sufficient  accom- 
modation on  the  tip  at  Llanfoist  for  some  years  to  come.  Sooner  or  later,  as  I have 
mentioned  in  previous  reports,  a destructor  of  some  kind  will  have  to  be  provided. 
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KEEPING  OF  ANIMALS. 

Number  of  Accumulation  of  Manure  and  Refuse  removed..  ...  ...  12 

,,  Accumulation  of  Wash  ...  ...  ...  ...  1 

,,  Nuisances  from  Animals  and  Poultry  improperly  kept  ...  ...  3 

,,  Keeping  of  Swine  discontinued...  ...  ...  1 


MISCELLANEOUS. 


Notices  issued  for  Slop  Throwing  on  Streets  ...  ...  ...  8 

Bakehouses  regularly  inspected  and  limewashed  ...  ...  13 

Dairies  and  Milkshops  inspected  ...  ...  ...  7 

Wards  at  Cottage  Hospital  Fumigated  ...  ..  ...  2 

Public  Slaughterhouse  inspected  (twice  daily)... 

Unsound  Tinned  Goods  (Fish,  Fruit,  Meat  & Milk)  voluntary  surrendered 

and  condemned  ...  ..  ...  ...  20 

Carcase  of  Beef  and  Offal  condemned  ...  ...  ...  1 

Cow  slaughtered  in  country  brought  to  slaughterhouse  and  dressed  meat  in 

good  condition  _ ...  ...  ...  1 

Beef  unfit  for  counter  use  . . ...  ...  ...  29lbs. 

1 Large  Ham  ...  ...  ...  ...  ....  1 

Haddock  (30  half-boxes) 

Mutton  ...  ...  ...  ...  ...  26lbs. 


FRANK  MANSFIELD, 

Memb.  Inst.  M.  & Cy.E. 
Memb.  Royal  San.  Inst. 


SANITARY  INSPECTOR. 
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METEOROLOGICAL  TABLE, 


RAINFALL  IN  1923. 


(Diameter  of  Funnel,  5 inches 

u (Above  Ground,  1 foot 

| He,ghl  of  To[:  Ubove  Sea  Level,  194  feet 

iSituation  : Corporation  Stone  Yard 


Month. 

N. 

Total  Depth 

"*s. 

Inches 

Greatest  fall 
24  hours. 

I nches 

in 

Date 

Number  of 
Days  with 
.01  or  more 
recorded 

January 

...  1 ’58 

'65 

5th 

12 

February 

...  1 1 ‘87 

179 

7th 

21 

March 

...  1 '27 

‘40 

1st 

7 

April 

...  377 

1'05 

10th 

15 

May 

...  2‘25 

’51 

14th 

18 

June 

...  ‘00 

'00 

0 

July 

...  1'32 

'41 

12th 

5 

August 

...  251 

1 "34 

29th 

6 

September 

...  2‘80 

•81 

17th 

15 

October 

...  7'60 

123 

24th 

22 

November 

...  2'92 

1 '47 

13th 

6 

December 

...  2’48 

74 

2nd 

9 

• • ~ 

Total 

...  40‘37 

136 

'' 

FRANK  MANSFIELD, 


Borough  Surveyor. 


